St. Vincent's Maternity Hospital, capacity 65 ~ 
beds, opened Jan. 1, 1940, increases capacity £ 
of hospital to 330 beds. New group of build- °. 
ings includes Diagnostic Unit, Power and < 
Laundry Structures. ^ 
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72 — St. Vincent's Maternity Hospital, Erie, Pa. 







